To:  Allen,  HarryL[Allen. HarryL@epa.gov];  Benson,  Craig[Benson. Craig@epa.gov];  Meer, 

Daniei[Meer.Daniel@epa.gov];  Lindsay,  Nancy[Lindsay. Nancy@epa.gov];  Williams, 
Rosemary[Williams. Rosemary@epa.gov];  Lee,  Barbara[Lee. Barbara@epa.gov] 

Cc:  Lee,  Andrea[Lee. Andrea@epa.gov] 

From:  Lane,  Vicki 

Sent:  Thur  8/13/2015  2:39:03  AM 

Subject:  Pay  Cap  for  R6,  R8,  R9 

Pay  Cap  Gold  King  Mine  Aug  10  2015.pdf 
R8  Gold  Mine  8-5-15  - R9  Responders.pdf 


Copy  of  Region  8’s  Gold  King  Mine  Pay  Cap  Lift  request  for  R6,  R8  & R9. 


From:  Shanahan,  Mike 

Sent:  Wednesday,  August  12,  2015  4:16  AM 

To:  Baugh,  Jennifer 

Cc:  Thomas,  Deb;  Chavez,  Luke;  Atencio,  Kathie;  Portillos,  Christine;  Cristiano,  Gina; 
Ostrander,  David;  Stavnes,  Sandra;  Rodriguez,  Ray;  Lane,  Vicki;  Buhl,  Rick;  Kortuem,  Patrice; 
Bielenberg,  Ben 

Subject:  Pay  Cap  for  R6,  R8,  R9 


Jennifer, 


Attached  are  all  the  documents  for  lifting  the  Pay  Cap  for  the  Kings  Gold  Mine  emergency 
response  for  Regions  6,  8 and  9.  We  will  work  to  keep  the  lists  updated  and  provide  new  ones  as 
they  become  available. 


Mike 


Mike  Shanahan 

Director,  Human  Resources  (HRO) 
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